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19 Foberasry 1957 
The Arecter 
Aseietant to the Olrecter 


thie wemorandus recommends ection in paragraph 5. 

ke The O58 records seld ty CIA could becene @ source of 
onbarragonent to CLA, 

@. One wey of evedding sach enbarrazezent wuld bs te 
transfer these recerda, excegi ang part of them thes esuld not 
ender any clreunatenses be nade publie, to the National Archives 
there they would be available to the public without referesee to 
er, | 

3. SIA dows not pomweas a1l Sf regerds. By the “resident's 
tmecetive Order of 20 ‘eptenber 19,5, the (tate Departnent reseived 
mest date pertaining ts the “GA and ‘resentation Iranckes of USBg 
walle CIA reeeived nent ronaining U5 files vis the “trategle 
Serviees Jalt of the “er Departnent, act CIO, wer the past 
ouversl years, both -tate aad CIA have retired a considerable por- 
tion of S°5 records ta the Hational Archives, Setesen them, tate, 
SEA, ond Archives probably held ninety per eent o° the original 
"earpus* of O53 recorde, Nost of the other ten per cent could 
prwbably be accounted fer, but eome fLels recerda ef Oo. st4il 
coue in fron ties te tine te "OSU" (now represented by en office 
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he Hush of the wubetance of the 555 records in known to 
faéividuels whe appear te be et liberty to seke use of then in 
fietion er stheretee, without references to CIA. Rather then being 
nade the goat of revelations for which cIA is act responsible, it 
might bea Better to divest ourselves of all appearance of responai- 
BAlity in advance. 
«Sy Recommend transfer of 908 recerde, except those that 
may not under any clrouatances be ease public, to the National 
avehives. 


STANLEY 3, TROGAN 
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